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CHIEF KENAHAN: It's December 10th, 

2001. The time is 5:18 p.m., and this is 

Battalion Chief Dennis Kenahan of the New 

York City Fire Department Safety Battalion. 

I'm conducting an interview with Lance 

Lizzul of Engine 47 in the quarters of 

Engine 47. 

Q. Lance, just relate to us anything you 
saw on September 11th. 

A. When the first plane hit, we heard the 
alarms come in. Watching the TV, we saw the 
second plane hit. They transmitted the second 
fifth, and they sent us down. 

We came all the way down West Street 
and parked the rig I guess around Warren Street, 
and we started walking up the block. I was the 
chauffeur. The rest of the members of the 
company got together, and they started walking. 

I hooked up with another chauffeur. We 
walked towards the Trade Center, and there was a 
rig on the corner that was hooked up, and he was 
fine. So we started walking towards the Trade 
Center and actually stopped because of all the 


jumpers and walked across West Street in front 
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of, it looks like the Winter Garden, with the 
atrium there. We were standing by the command 
center, watching what was going on. Some of 
these jumpers, I didn't look. 

After a while just standing there, 
waiting to see what was going on, we heard some 
bangs. That made us look up, and that's when the 
first Trade Center came down. We ran through 
that building and past the atrium and came out on 
Vesey and walked back up to West, helping people 
as we could all along. 

We just couldn't see anything. So we 
waited a little while until it cleared. We 
stayed on the corner. The chief started chasing 
everybody back north, and we started moving back. 
Then we heard the rumbling from the second one 
and just turned around and ended up staying all 
the way down north for most of the next couple 
hours. 

Q. The building that you ran through after 
the first collapse, which building was that? 

A. That was one of the Battery Park 
buildings. It was just a building. 


Q. This is all interconnected. 
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A. Okay. Right. We ran right through the 
command center, it was on the ramp going down, 
and then the walkway was right next to that that 
went into the building where the atrium was. We 
ran through that building along the side, along 
the side of the atrium, and out the side door and 
came out on Vesey. There were people all over 
the place on Vesey. 

Then when we came out, we walked up 
Vesey Street. The radios were silent. There was 
no talking on the radios. Then I got to the 
corner of Vesey and West, and the radio 
communications started again. I heard Engine 74 
giving maydays. I know with 74 there was 22 and 
13 and they were all in the same building, 22 and 
13, 74 and us. 

Q. Which building? 

A. It was supposed to be in the second 
one. We ended up, I believe, in the first one. 
By mistake someone took them there. I met our 
control man, and then I saw hima little bit. I 
walked down the block a little bit. He kept 
going. I stopped and was just staring at the 


building. I heard the rumbling of the second 
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one, and it just came down and I just started 
running again. 
That's pretty much it. 
Q. Thank you very much for your help, 
Lance? 
CHIEF KENAHAN: The time now is 5:26 


p.m., and this concludes the interview. 


